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ECCENTRIC SIZE 
(IDLER PULLEY SF 
OFF-SET) 


MEASUREMENT OF AN IDLER PULLEY ECCENTRIC 


AN ECCENTRIC IS RATED BY ITS DEGREE OF OFF-SET, OR THE 
MEASUREMENT BY WHICH IT SPACES THE IDLER PULLEY AWAY 
FROM THE BRACKET. 


ECCENTRICS 


PART No APPLICATION MEASUREMENT (OFF-SET) 
EC-30140 IDLER PULLEY ECCENTRIC 7/8 ins. 22.2mm 
EC-30160 IDLER PULLEY ECCENTRIC 1 ins. 25.4mm 
EC-30180 IDLER PULLEY ECCENTRIC 1-1/8 ins. 28.6 mm 
EC-30200 IDLER PULLEY ECCENTRIC 1-1/4 ins. 31.7mm 
EC-30240 IDLER PULLEY ECCENTRIC 1-1/2 ins. 38.1mm 
EC-30260 IDLER PULLEY ECCENTRIC 1-5/8 ins. 41.3mm 
EC-30280 IDLER PULLEY ECCENTRIC 1-3/4 ins. 44.5mm 
EC-30300 IDLER PULLEY ECCENTRIC 1-7/8 ins. 47.6mm 
EC-30320 IDLER PULLEY ECCENTRIC 2 ins. 50.8 mm 


